ATURE OM Effective May 18, 2009 (T) —— 
Monday through Friday Notes: This schedule is effective 


Inbound to South Station from May 18, 2009 and replaces the 
YT =6]hS CTS CT TT eT Se] de |] oe | de ] de | dm | de | de | dm | do 
712 714 716 718 720 794 796 798 726 728 730 
A.M. A.M. P.M. P.M. P.M. P.M. P.M. P.M. P.M. P.M. P.M. 


CS schedule of October 27, 2008. 
AM. | AM. | AM. | A.M. | AM. | AM. | A.M. | A.M. | 
525 | 605 | 635 | 655 | 721 | 754 | 805 | --- | 924 

Pimptonville 


Times shown in this schedule are train departure 
times; customers are asked to arrive at the 
Forge Park/495 505 
Franklin/Dean College 
Windsor Gardens 529 | 609 | 639 | 701 | 725 | 758 | 809 | ----_ | 929 
| Norwood Central | 5 33_| | 933 | 1115 | 1235 | 235 | 428 | 522 | 605 | 807 | 916 | 1039 | #12 14 | 























Holiday service - Trains will operate on 
a Saturday or Sunday schedule on the 
holidays indicated: 








station platform in time for a prompt departure. 
Norfolk 


Walpole 














































Saturday service: President’s Day and 4th 
of July (train no. 1719 may be held for 45 
minutes after the conclusion of the 4th of 


























































Norwood Depot 536 | 616 | --- | 708 | --- | 805 | 817 | 847 | 935 | 1117 £6 07 

Islington 539 939 | 1121 611 PLE NS 

Dedham Corp.Center_ | 542 | 622 | 648 | 714 | 735 | 811 | 823 | 852 | 942 | 1124 6 14 Sunday service: New Year's Day, Memorial 
Endicott 545 944 | 1126 f6 17 Day, Labor Day, Thanksgiving Day and 












947 


1129 


Readville Christmas Day. 


Hyde Park 


Ruggles FAIR | ----_| 700 | 732 | 750 {| --- | 344 | -- | 959 | 14 


139 12 57 
BACK BAY LINE L10 03 | L11 43 | L101 L3 00 L5 03 
SOUTH STATION 615 [ 650 | 709 | 741 | 759 [ 840 | 854 | 925 | 1008 | 1148 | 106 [ 305 | 508 


Outbound from South Station 
B® B® B® B® 
707 709 711 713 
AM. | AM. | PM. | PM. 


Vi VIA 
--- | FA 


IA 
IR FAIR 
eos [70s | Bas 
705 8 45 


jas | a7 | rar | re | man | man | as | rar 
725 727 
| PM. | PM. | PM. | PM. | PM. | PM. | P. P. 


548 | 629 | -- | 721 | -- | 819 | 831 | 859 | 


VIA 



































Times in red indicate an f stop - 
Passengers must notify the conductor that 
they wish to get off at these designated 
stations. 








L940 | L1101 | L12 36 
945 1106 | 12 41 


> > 
729 731 
P.M. P.M. 


10 35 
10 40 


10 43 | 1158 





















Passengers who wish to board at these 
designated stations must be on the 
platform in full view of the engineer. 


Times in blue indicate an L stop - This 
is a regular stop to discharge or pick up 
passengers, however the train may leave 
ahead of schedule. 











Ruggles 
Hyde Park 

Readville 

Endicott 

Dedham Corp.Center 
Islington 


Norwood Depot CNS Bicycles are allowed on trains with 
Norwood Central the bicycle shown above the train 
Windsor Gardens number. 


Pimptonville 
Walpole 
Norfolk 
Franklin/Dean College 
Forge Park/495 














VIA FAIR - operates via the Fairmount line 
between Readville and South Station. See 
the Fairmount line schedule for all stops. 










































































Saturday and Sunday 
TileXeltntemeoeitemeielicime = Saturday | Saturday and Sunday COlMieliomicuM Melee Saturday | Saturday and Sunday 


dH dH dH dH dH dH Cra) Ca) Cr) dH dH Ca) Cr) 
Train No. Saturday 1702 1704 1712 1714 Train No. Saturday 1703 1705 1707 1709 1711 1713 1715 1717 1719 
Train No. Sunday SAT ONLY | SAT ONLY 2712 2714 Train No. Sunday SAT ONLY | SATONLY | 2707 2709 2711 2713 2715 2717 2719 
A.M. A.M. A.M. 


~M. MI. MI. P.M. P.M. MI. MI. A.M. A.M. P.M. P.M. P.M. P.M. P.M. 
Franklin/Dean College 6 42 8 42 442 6 42 BACK BAY 725 725 
Norfolk 6 49 849 449 649 
655 8 56 456 
lWindsorGardens_ | 659 | 900 | Endicott 
Norwood Central 05 Dedham Corp. Center 
Norwood Depot Islington 
Islington Norwood Depot 
Dedham Corp. Center Norwood Central 
Endicott Windsor Gardens 3 | 358 
Readville Walpole 759 
Ruggles CC*dTC 7 2G_—* | 928 Norfolk 805 | 1005 610 | 807 | 1005 
BACK BAY 9 33 Franklin/Dean College 812 10 12 617 815 10 12 
735 



































SOUTH STATION 9 38 Forge Park/495 819 10 19 224 424 624 8 22 10 19 





